Bobby Jacobsen, Jerome Connor, and Jerry McDermott testified
for the respondent:

In April 1980-, at Inspector Wolford's suggestion, respondent
turned the cylinders in the truckf installed two vent holes, and
mounted doors to hold the cylinders (Tr. 254, Exhibits Rl, R2) .
The inspector indicated that with this arrangement, with a steel
bar further securing the doors on the truck, the cylinders could
be transported with their gauges on them as long as the cylinders
were turned off and the hoses were purged of gas (Tr. 255).  After
the changes were made the truck operated in this mode until the
instant inspection (Tr. 255).

Due to its frequent use it is necessary to transport this
equipment in a truck ( Tr. 256).  Respondent's maintenance foreman
didn't feel there was any hazard because the cylinders had been
shut off (Tr. 258).

It is 12 to 14 inches from the top of the cylinders to the
top of the compartment holding the cylinders (Tr. 259).

While checking the equipment Inspector Wolford tried, but
could not, turn the nut holding the bracket.  Witness Connor
applied a wrench and the nut turned one quarter to one half of a
'turn (Tr. 262, 265, 272).

The bracket holding the cylinders is located at the

midsection of the cylinders (Tr. 262-263).  The angle iron bracket
that fits the cylinders is cut in a horseshoe shape {Tr. 264,
Exhibit R2),  When changing the heavy gas cylinders the company
welder, McDermott, completely removes the bracket {Tr. 266, 267) .
The bottom of the cylinders are held in place by brackets welded
to the floor of the truck.  These three to four inch brackets are
curved to fit the bottom of the cylinders and to prevent their
movement (Tr. 266) .  Before the gas cylinders will go into the
well which holds them they must be vertical.  The bottom forms a
tight fit (Tr. 266, 267).

Discussion

At the hearing the Secretary sought to amend his citation by
alleging a violation of Section 55.16-6 _/ in lieu of Section

V ,55.16-6 Mandatory.  Valves on compressed gas cylinders shall
be protected by covers when being transported or stored, and by a
safe location when the cylinders are in use.
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